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The  Health  of  the  District  remained  good  and  there  has 
been  no  serious  epidemic  of  Infectious  Disease. 


GENERAL  HEALTH  SERVICES . 

There  have  been  no  changes  in  the  general  health  services 
provided  in  the  District  during  the  year. 

Staff. 

The  Staff  consisted  of  the  Chief  Sanitary  Inspector,  one 
qualified  assistant  and  one  clerk  until  Oct ober, 1945 . 

SAT IT ARY  CIRCUMSTANCES  OE  THE  DISTRICT . 

Water . 


The  Public  Supplies  were  derived  from  the  Council’s 
Waterworks  at  Thaxted  and  Dunmow,  and  in  the  case  of  the 
Parishes  of  Great  and  Little  Hallingbury  and  Hatfield  Broad 
Oak  (including  Hatfield  Heath)  from  the  Herts  and  Essex 
Waterworks  Company. 
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Typical 

reports 

are 

as 

follows : - 

Thaxted  Waterworks.  11.2.45. 


This  sample  is  clear  and  bright  in  appearance,  neutral  in 
reaction  and  free  from  metals  apart  from  a trace  of  iron.  The 
water  is  very  hard  in  character,  but  not  to  an  excessive  degree, 
contains  no  excess  of  salinity  or  mineral  constituents  in 
solution  and  is  of  a high  standard  organic  and  -bacterial, 
purity . 

These  results  are  consistent  with  a pure  and  wholesome  - 
water  suitable  for  public  supply  -purp oses . 
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Du nm o\7  Wat  erworks  . 4.12.45. 


This  sample  is  clc-sr  and  bright  in  appearance,  neutral  in 
reaction  and  free  from  iron  and  other  metals.  The  water  is  hard 
in  character  but  not  to  an  excessive  degree,  contains  no  excess 
of  salinity  or  mineral  constituents  in  solution  and  is  of  a high 
standard  of  organic  and  bacterial  purity. 

These  results  arc  consistent  with  a pure  and  wholesome 
water,  suitable  for  public  supply  purposes. 

Herts  and  Essex  7fat  erworks  C o rap  any . 24.10.45,. 

This  sample  is  reasonably  clear  and  bright  in  appearance 
having  only  very  faint  opalescence  and  slight  deposit,  due  to 
the  presence  of  a trace  of  iron-  The  water  is  neutral  in 
reaction,  very  hard  in  character,  contains  no  excess  of 
salinity  or  mineral.  constituents  in  solution,  and  is  of  a 
high  standard  of  organic  and  bacterial  purity. 

These  results  are  consistent  with  a pure  and  wholesome 
water,  suitable  for  public  supply  purposes,  apart  from  the 
slight  objection  that  it  is  not  quite  clear  and  bright  in 
app  earanc e . 

DRA IHAG-E  AND  SEWERAGE . 

Great  Du n m ow  S ew ag e W o r k s . 

The  three  samples  taken  during  the  year  all  gave 
unsatisfactory  results. 


Thaxted  Sewage  Works . 

3 samples  were  taken  during  the  year.  2 gave  unsatis- 
factory results,  and  1 satisfactory. 


De 1 s t e ad  S ewag e W o rks . 

4 samples  were  taken  during  the  year.  3 gave  satisfactory 
and  1 unsatisfactory  results. 

Hatfield  Heath  S ew  a g e W o rks . 

All  3 samples  taken  during  the  year  yielded  satisfactory 
resu 1 ts . 

Hatfield  Br  oa  d O ak  S ew  ag  e V/  o rks  . 

All  3 samples  taken  during  the  year  yielded  satisfactory 
results. 

Dunmow  Aerodrome  Sewage  Works  ._ 

All  4 samples  taken  yielded  satisfactory  results. 

Public  Cleansing  and  Salvage. 

_Under  the  control  of  the  Chief  Sanitary  Inspector,  the 
combined  system  of  refuse  and  salvage  collection  continued  in 
1945. 


Sanitary  Inspection. 

Inspection  on  complaint  was  made  as  promptly  as  circumstances 
) ermitt ed . 
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Tuberou  1 osis . 

The  total  number  of  cpssg  on  the  Tuberculosis  Register 
at  the  end  of  the  year  was  110,  and  was  made  up  as  follows 

Respirat ory . Hon- Respiratory . 

M»  3?,  M. 

26  29  26 

29  new  cases  were  notified  during  1945,  and  were  made  up 


as  follows: - 

Re  sp ira 

. t o ry . 

Hon -Re  so ira 

M. 

F. 

M. 

8 

10 
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There  were 

3 deaths  of  persons 

on  the  Tuberculosis 

Register  in  1945. 


I wish  to  express  my  thanks  to  the  Council’s  Officers 
who  have  kindly  assisted  me  in  compiling  this  Report. 


I am , 

Mr . Chairman, Ladies  & Gentlemen, 
Your  obedient  Servant, 

S .A* HALL. 


Acting  Medical  Officer  of  Health 
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